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Stores Purchase 


Animal Husbandry Department 

TENDER NOTICE 
[No. 1/2012-13] 

No. 303/2012-13. 1st January 2013. 

Sealed tenders are invited from the manufacturers/ 
suppliers for the supply of Trinoccular Microscope Model 
with Digital Microphotography System for the use of 
District Veterinary Centre, Alappuzha. 


Estimate Cost- 

- 1,00,000 



Cost of tender 

form: 



Original— 

400 + VAT @ 4%= 

400 + 16 = 

416 

Duplicate- 

- 200 + VAT @ 4% = 

= 200 + 8 = 

208 


Last date and time for sale of tender forms— 
5-2-2013, 4 p. m. 

Last date and time for submitting tenders —6-2-2013, 
2 p. m. 

Date and time of opening of tender —6-2-2013, 3 p. m. 
Period of firmness—31-3-2013. 


Designation and address of the Officer whom the 
tender forms are to be obtained and to whom the tenders 
are to be submitted—The Chief Veterinary Officer, District 
Veterinary Centre, Alappuzha. 

The cover containing the tenders should be 
superscribed with the tender number of the supply of 
Trinoccular Microscope Model with Digital 
Microphotography System for the use of District 
Veterinary Centre, Alappuzha-11, Kerala for the year 
2012-13. The tenders should be accompanied by the 
following. 

1. Specification of the item with rate as basic price, 
rate of tax and total amount. 

2. Tender forms duly signed by the authorized 
signatory. 










3. Preliminary Agreement in Kerala Stamp Paper worth 

100 . 

4. EMD 1% of the total cost of the item quoted in 
the form of DD in favour of the undersigned. 

The tender forms and details are available from the 
office of the undersigned in all working hours between 
11 a. m. to 4 p. m. The details can be had from the 
Department website ahdkerala.gov.in. Intending tenderers 
should pay the exact amount of tender or may send the 
exact amount towards the cost of tender forms with postal 
charge as money order only. Cheque, pay order, and DD 
will not be accepted. The cost of tender forms is not 
refundable and tender forms without EMD or preliminary 
agreement will not be accepted. After conformation of the 
tender the tenderer should remit 5% of the tender amount 
as security deposit. 

The tenders will be opened in presence of the 
tenderers or his authorized representatives who may be 
present at the time. The undersigned reserves the right to 
accept or reject the tenders without assigning any 
reasons. Other details and specifications of the tender will 
be supplied along with the tender forms. 
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Specifications 

Trinocular Research Microscope Model with 
Microphotography system. 

1. Trinocular Microscope 

Features 

• Adjustable binocular tube ensures comfortable 
observation position for every user 

• Inward facing quardruple revolving nose piece 
creates more space in front of the stage making 
handling of the specimen slides efficient. 

• Spring loaded, high magnification objectives prevent 
broken slides 

• Hand grip for easy portability 

• An upper limit stopper locks the position of the 
stage preventing the specimen in high magnification 
observations 

• The coaxial focus mechanism allows both coarse 
and fine adjustment to be operated from either side 

• A universal power supply ensures constant voltage 
output 

• Continuous light intensity control for viewing 
specimens of various thickness and colour 

• Easily replaceable lamp 

• A Centre-able Abe condenser allows perfect 
alignment of the optical path 

• A hard coated stage includes a front loading double 
slide holder for ease of slide handling 



Body 


Mechanical 

Stage 


Focusing 

System 


Condenser 


Illumination 


Viewing 

Bodies 


Aluminium die cast body with all critical 
movements based on ball bearing and 
wire guides, thereby ensuring smooth and 
precise manipulation 

Coaxial low drive mechanical stage 
(125mm.xl45 mm.) (5mm) with transverse 
area of 5mm.x76mm. (5mm) 

Coaxial coarse and fine controls with a 
focus adjustment and fine adjustment 
knobs. Coarse focus range 20mm. Fine 
focus range 0.02 mm. 

Abbe condenser with aperture iris 
diaphragm with a removable blue filter for 
daylight observation. Rack and pinion 
mounted condenser holder 

6 Volt, 20 Watts halogen light source. 
Universal power supply 100 volt to 200 
volt AC 50 Hz 

Trinocular (30 degree inclined siedentopf), 
360 degree rotatable, left diopter 
adustment 


Nose piece Quadruple revolving nose piece based on 
precision ball bearing mechanism with 
positive click stop 

Objectives Infinity corrected plan achromatic 
objectives; 4x/NA0.10, 10x/NA0.25, 40x/ 
NA0.65, 100x/NA1.25 


Optical Colour corrected infinity optics with 

system antifungal treatment 

Eyepiece WF lOx (FN 20mm) Paired Eye piece 


2. Digital Microphotography System 

Consisting of digital camera (above 8 megapixels) 
along with rechargeable battery, carry bag, compatible 
2GB memory card optically corrected adapter. 


Office of the Chief 
Veterinary Officer, 

District Veterinary Centre (Sd.) 

Alappuzha. Chief Veterinary Officer. 


TENDER NOTICE 
[No. 1/2012-13] 

No. 292(A)/2012. 1st January 2013. 

Sealed tenders are invited from the manufacturers/ 
suppliers for the supply of Trinocular Research Microscope 
Model with Digital Microphotography system for the use of 
District Veterinary Centre, Kottayam-39, Kerala. The list and 
specification of items to be supplied are attached along with 
the tender form. 

Estimate Cost— 1,00,000 

Price of tender form : 

Original— 400 + VAT @ 4%= 400 + 16 = 416. 

Duplicate— 200 + VAT @ 4%= 200 + 8 = 208. 

Last date and time for sale of tender forms— 
15-2-2013, 4 p. m. 

Due date and time for submitting tenders —16-2-2013, 

2 p. m. 

Date and time of opening of tender —16-2-2013, 

3 p. m. 

Period of firmness—31-3-2013. 

Designation and address of the officer whom the 
tender forms are to be obtained and to whom the tenders 
are to be submitted—The Chief Veterinary Officer, District 
Veterinary Centre, Kottayam. 

The cover containing the tenders should be 
superscribed with “Tender No. for the supply of Trinocular 
Research Microscope Model with Digital Microphotography 
System for the use of District Veterinary Centre, Kottayam-39, 
Kerala for the year 2012-13”. The tenders should be 
accompanied by the following. 

1. Specification of the item with rate as basic price, 
rate of tax and total amount. 

2. Tender forms duly signed by the authorized 
signatory. 

3. Preliminary agreement in Kerala Stamp Paper worth 
100 . 

4. EMD 1% of the total cost of the item quoted in 
the form of DD in favour of the undersigned. 

The tender forms and details are available from the 
Office of the undersigned in all working hours between 
11 a. m. to 4 p. m. The details can be had from the 
Department website ahdkerala.gov. Intending tenderers 
should pay the exact amount of the tender or may send 
the exact amount towards the cost of tender forms with 
postal charge as Money Order only. Cheque, Pay Order, 
and DD will not be accepted. The cost of tender forms is 
not refundable and tender forms without EMD or 
preliminary agreement will not be accepted. After 
confirmation of the tender the tenderer should remit 5% of 
the tender amount as security deposit. 


The tenders will be opened in presence of the 
tenderers or his authorized representatives who may be 
present at the time. The undersigned reserves the right to 
accept or reject the tenders without assigning any 
reasons. Other details and specifications of the tender will 
be supplied along with the tender forms. 
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Trinocular Research Microscope Model with 
Microphotography system—(Quantity—1 No.) 

1. Trinocular Microscope 

Features 

• Adjustable sidentopf binocular tube ensures 
comfortable observation position for every user. 

• In-ward facing quardruple revolving nosepiece 
creates more space in the front of the stage making 
handling of the specimen slides effcient. 

• Spring loaded, high magnification objectives prevent 
broken slides. 

• Hand grip for easy portability. 

• An upper limit stopper locks the position of the 
stage preventing the specimen in high magnification 
observations. 

• The coaxial focus mechanism allows both coars and 
fine adjustment to be operated from either side. 

• A universal power supply ensures constant voltage 
output. 

• Continous light intensity control for viewing 
specimens of various thickness and colour 

• Easily replaceable lamp. 

• A Centre-able Abe condenser allows perfect 
alignment of the optical path. 

• The hard-coated stage includes a front loading 
double slide holder for ease of slide handling. 

Body Aluminium die cast body with all critical 

movements based on ball bearing and 
wire guides, there by ensuring smooth and 
precise manipulation 

Machanical Co axial low drive mechanical stage 

Stage (125mm. x 145 mm.) (+5mm) with 

traverse area of 50mm. x 76 mm. (+5mm.) 


Focusing 

System 


Co axial coarse and fine controls with a 
focus adjustment and fine adjustment 
knobs. Coarse focus range 20mm. Fine 
focus range 0.02mm 


Condenser 


Illumination 


Viwing 

Bodies 

Nose piece 


Objectives 


Optical 

system 

Eyepiece 


Abbe condenser with aperture iris 
diaphram (NA 1.25) focusable with rack 
and pinion through 10mm. and a 
continuously variable iris diaphragm with 
a removable blue filter for day light 
observation. Rack and pinion mounted 
condenser holder 

6 Volt, 20 Watts halogen light source. 
Universal power supply 100 volt to 200 
volt AC 50 Hz 

Trinocular (30 degree inclined siedentopf), 
360 degree rotatable, left diopter adjustment. 

Quadruple revolving nose piece based on 
Precision ball bearing mechanism with 
positive click stop 

Infinity corrected plan achromatic 
objective; 4x/NA0.10, 10x/NA0.25, 
40x/NA0.65, 100x/NA1.25 

Colour corrected infinity optics with 
anti fungal treatment 

WF 10x(FN 20mm) Paired Eyepiece 


2. Digital Microphtography System 

Consisting of Digital Camera (above 8 mega pixels) 
along with Rechargeable battery, carry bag, compatible 2GB 
memory card optically Corrected adapter. 


Special Conditions 


9. Offers of conditional supply will not be considered. 

10. Payment will be effected only after successful 
installation and trial run. 

11. Advance payment is not possible. 

12. The firms registered with Kerala store purchase 
department and NAIC Ltd. should produce a copy 
of the current registration certificate along with 
tender for exemption of EMD. 

13. The Security Deposit furnished by the firm will be 
released only after the guarantee period. 

14. If the schedule for receiving/opening of tenders is 
declared as a holidaydocal/gencral) the tenders will 
be received and opened on the next working day 
respectively. 

15. The Chief Veterinary Officer, District Veterinary 
Centre, Kottayam reserves all the right to delete 
any items from the tender without assigning any 
reason thereof. 

16. The only jurisdiction for any dispute regarding this 
purchase will be at Kottayam. 

17. The photocopies of the document produced along 
with the tender should be attested by a Gazetted 
Officer. 

18. The items are to be supplied and installed at in 
District Veterinary Centre, Kottayam District. 


1. The rates quoted should be inclusive of all taxes 
only. 

2. A minimum guarantee period of 1 years including 
spare parts from the date of installation and trial. 

3. The supply should be from the new stock noting 
the original specification, make model etc. 

4. The supply and installation should be completed 
as per the date mentioned in the supply order. 

5. The tenderers shall quote the factory assembled 
model only and equipments brought in parts and 
assembled at site will not be accepted. 

6. The rate quoted will be in Indian currency and the 
payment will also be in Indian currency. 

7. Ex-godown rates for destination will not be 
accepted and such tenders will be summarily 
rejected. 

8. The successful tenderers should complete all 
supplies within the stipulated time stated in the 
supply orders. No extension of supply period will be 
granted. 


19. The undersigned reserves the rights to delete or 
waive any of the above special conditions. 

Office of the Chief 
Veterinary Officer, 

District Veterinary Centre, (Sd.) 

Kottayam. Chief Veterinary Officer. 



